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2.126 ( a ) 

ACCESS AND INSPECTION OF RECORDS AND PROPERTY. 

(a) Each dealer, exhibitor, intermediate handler, or carrier, shall, during business hours, allow APHIS officials: 

(1) To enter its place of business; 

(2) To examine records required to be kept by the Act and the regulations in this part; 

(3) To make copies of the records; 

(4) To inspect and photograph the facilities, property and animals, as the APHIS officials consider necessary to enforce the 
provisions of the Act. the regulations and the standards in this subchapter; 

(5) To document, by the taking of photographs and other means, conditions and areas of noncompliance. 

******On 30 November 2006 at approximately 10:30 AM to 11:00 AM no one was available to conduct an animal welfare 
inspection. This is the first attempted inspection. 

The exhibitor's facility and animals were not inspected for compliance with the Animal Welfare regulations or standards. A 
responsible individual must be available to accompany the inspector on an animal welfare inspection. 

Please provide your hours of availability if they have changed. Please contact the undersigned through voicemail service 
number 703-812-6592 to provide information concerning your hours of operation. 
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